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Barrett Hyde 

Assistant District Attorney, Suffolk County 


Dear ADA Barrett Hyde, 

Enclosed is the infor 
lab numbers 


iiWIW.rMIIWWLWW.IIili 


egards to Commonwealth vs. m| 
Included are copies of the following: 


1. Drug Analysis Laboratory Receipt. 


2. Control Cards with analytical results for sample 


3. Analysis sheets with chemist's hand notations and test results. 

4. GC/Mass Spectral analytical data for sample # 

GC/MS testing was performed by Kate Corbett and Annie Dookhan. All other analyses 
were performed by Lisa Glazer. If you have any questions about these materials, please 
call me at the number below. 





' Lisa Glazer j 

Chemist II C/ 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E : \ Q1-2Q10\SYSTEM7\01__15__10\69174 6 . D 
KAC 

15 Jan 2010 19:09 

BLANK 

1 

DRUGS 

RTE 


iS~P,P<Q> 

^'<3 - if 


Abundance 

2000 ; 

1500- 

ioooi 


500 


te,,, ., : . * '* 


Time~> 2.t)0 2.50 3.00 


TIC: 691746.0 



3.50 4.00 4.50 5.56 5.50 6.6o 6.50 7.00 ' 7.50 8.00 ' 8.50 9.00 ' 9.50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


691746.D Tue Dec 13 08:24:54 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1~2010\SYSTEM7\01_15_10\691747.D 

KAC . 

IS Jan 2010 19:21 

HEROIN STD 

47 

DRUGS,M 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


TIC: 691747.D\data.ms 
5.^94 


Time-> 


f -|" T "r"l"]"TT T T]" T "f"1-|~['7T , l I [■ I 1 I I [■ I I 1 Ijrr ’T T f n ~ t t'j r . v . T . T . y 1 .. r . T . T .. p r . r T . T y , - 1 -T - T --r- TT - v r " [- T - r - T "f f -r r 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.60 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.994 

872575 

100,00 

100.00 


691747 , D 


Tue Dec 13 08:13:57 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2010\SYSTEM7\01_15_10\691747.D 
KAO 

15 Jan 2010 19:21 

HEROIN STD 

47 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


5.99 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 


4f3 


Average of 6.957 to 6.189 min.: 691747.D\data.ms (-) 


i 

80 

60 

40 

20 

0 


327 


268 


81 


204 


59 


Hi . pi 


94 124 

107 


146 


162 


,181 


m/z-> 


til, |l III, iU ifhui'L 

J'T T I I | I < t i j I I t t f 


226 'jc'i I 

4.1 [ A,^9 2 f 


310 


284 
I 298 


369 


354 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 

0 


#1: HEROIN 


43 


268 


327 


216 


81 


59 


j nM; 


115 


146 



V 



28 

IV 

ll 1 

1. )l 

Lil 

J .,!|L 


ikji 

JU 


.Li.Hi. 


197 


m/z-> 




310 


t I I J TtTT| i llt|- 


284 


298 


369 




! a 341 

r—-r , , [ r , 




40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


691747.D 


Tue Dec 13 08:13:57 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

E:\Ql-2010\SYSTEM7\01_i5_10\691754.D 
KAC 

15 Jan 2010 20:50 

BLANK 
LAG 
2 

DRUGS . M 
RTE 


Abundance TIC: 691754.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


691754.D Tue Dec 13 08:14:25 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2010\SYSTEM7\01_15_10\691755.D 

Operator : KAC 

Date Acquired : : 03 

Sample Name : 

Submitted by : 

Vial Number : 55 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Abundance TIC: 691755.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.004 

1799816 

100.00 

100.00 


691755.D Tue Dec 13 08:14:29 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2010\SYSTEM7\01__15__10\691755.D 

Operator : KAC 

Date Acquired : 21:03 

Sample Name : 

Submitted by : BHSHMBlMBi 
Vial Number : 55 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.00 C:\Database\SLI.L 

HEROIN 000561-27-3 99 




691755.D Tue Dec 13 08:14:31 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E : \Q1 - 2 010\SYSTEM7\01__15_10\691756 . D 
KAC 

15 Jan 2010 21:16 

BLANK 
LAG 
2 

DRUGS,M 
RTE 


Abundance 


TIC: 691756.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


691756.D Tue Dec 13 08:14:43 2011 


Page l 
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Area Percent / Library Search Report 


Information fror 

n Data File: 

Pile Name 

E:\Q1-2010\SYSTEM7\01 15 10\691757.D 

Operator 

KAC 

Date Acquired 

21:28 

Sample Name 

BSBWBP 

Submitted by 

LAG 

Vial Number 

57 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

TIC: 691757.D\data.ms 


6.C04 


1000000 ; 


500000) 


Time~> 2.00 2.50 3.00 


Ret. Time Area Area % Ratio % 

6.004 1867659 100.00 100.00 


691757.D Tue Dec 13 08:14:47 2011 Page 1 



3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Corbett email PRR 027107 






Area Percent / Library Search Report 


Information from Data Pile: 

File Name : E:\Q1-2010\SYSTEM7\01_15_10\691757.D 

Operator : KAC 

Date Acquired : 15 Jan 2010 21: 28 

Sample Name HHHHHHEHIBHi 

Submitted by : LAG 

Vial Number : 57 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 6.00 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance 


Average of 5.966 to 6.189 min.: 691757 D\data.ms (-) 




691757.D Tue Dec 13 08:14:48 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\Q1-2010\SYSTEM7\01 15 10\691758,D 

Operator 

KAC 

Date Acquired 


Sample Name 

■■■■■ 

Submitted by 

LAG 

Vial Number 

58 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 691758.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6 , 004 

1977166 

100.00 

100.00 


691758.D Tue Dec 13 08:14:52 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2010\SYSTEM7\01_15_10\691758.D 

Operator : KAC 

Date Acquired : 21: 41 

Sample Name : 

Submitted by : 

Vial Number : 58 

AcquisitionMethr DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.00 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance Average of 5.951 to 6.216 min.: 691758.D\da!a.ms (-) 

#3 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


#1: HEROIN 



691758.D Tue Dec 13 08:14:53 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name ; 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

E: \Q1-2 010\SYSTEM7\0115_10\6 91759.D 
KAC 

15 Jan 2010 21:54 

BLANK 
LAG 
2 

DRUGS . M 
RTE 


Abundance 


TIC: 69f759.DWaia.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


691759.D Tue Dec 13 08:15:24 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \Q1-2010\SYSTEM7\01_15_10\691760 .D 
KAC 

15 Jan 2010 22:06 

LAG 

60 

DRUGS , M 
RTE 


TIC: 691760.D\data.ms 


400000 

200000 

J |i 

0 i' ! I I I •pr T- r T-p-i- r - T - T -p-i"T-T" p"T -T-T- TT - r . T '. f. ,, | ,,> . 1 .. r .T " f , '| V"t r i [ t 1 I I f T '1 rrpTT Tpi. r . r p r 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8,00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio %■ 

5.999 

1704281 

100.00 

100.00 


Abundance 

lOGOOOOi 

800000 

600000; 


691760,D 


Tue Dec 13 08:15:28 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \Q1 - 2 010\SYSTEM7 \ 0\6 9176 0 .D 

KAC 

22 : 06 


60 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


1 6.00 C:\Database\SLl.L 

HEROIN 


000561-27-3 99 


Abundance 


Average of 5.956 to 6.232 min.: 691760.D\cfata.ms (-) 




310 


204 

81 146 

94 124 162 





| 1 | . ,181 

22 %8 253 ’ 

284 

, | 298 ,, 


341354 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


#1: HEROIN 


T 1 1 6 162 


28 

.Hi), ill:,i; 


[ I, i 197 I 228 253 I 284 1 

Ay Alb.,, .iiltlAii.il .III ... I I 298 Ji |ii 341 

r -T- T - T -T--r-r-F--r-r-f-r v i- 1 T-r-7"f- ; rt-rVT-T - t - T-r7”rT-r-T--|- , -E'--r rq^ri-r-t" r r "rV‘i~in 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


691760 . D 


Tue Dec 13 08:15:28 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\Q1-2010\SYSTEM7\01_15_10\691770.D 

KAC 

16 Jan 2010 00:13 

BLANK 

2 

DRUGS . M 
RTE 


Abundance TIC: 691770.D\data.ms 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


691770.D Tue Dec 13 08:15:42 2011 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\Q1- 2 010\SYSTEM7\01_15_10\6 91771.D 
KAC 

16 Jan 2010 00:26 

HEROIN STD 

71 

DRUGS . M 
RTE 


Abundance 

300000 

600000 

400000 

200000 

(J. 

Time-> 2. 


Ret;. Time 

Area 

Area % 

Ratio % 

5.999 

1203384 

100.00 

100.00 


TIC: 691771.DWata.ms 
5.099 


A 1V. 

1 1 IT, T TTr ' I 1 ■ ■ ' P~ r Tr i > i | i i ' ■ | i i i i p > i ) '| T r-i-v | i i i i ) i . i i | i i i i | i i i i | i i i i | i i i i | i i 

00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


691771.D 


Tue Dec 13 08:15:45 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\Q1-2010\SYSTEM7\01 15 

10\691771.D 

Operator 

KAC 


Date Acquired 

16 Jan 2010 00:26 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

71 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 

1 6.00 C 

:\Database\SLI.L 

HEROIN 

000561-27-3 99 


Abundance 

80 

60 

40 

20 


43 


59 

I 




Average of 5.951 to 6.190 min.: 691771.D\data.ms (-) 


327 


268 


81 


94 124 

k it! 


146 


204 


1.07 

Jl.Ci, 

' !"' t > i 'III I >' t 


162 


, i 


181 


310 


369 


226 238 253 i '' 1 264 


. LMJhk .ImURiI ,J, in 

1 I V| TT H ’ !TI I [ < t M iTTTr T TTT T' l' n 'rr j Ml, , J 


298 


354 


-Pri 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 

0 


#1: HEROIN 


43 


268 


327 


215 


310 


81 


59 


94 


115 146 


128 

0,, ' . • i'lllit 1 !. 


162 


174 


ill l,U 197 

Ml iVr:; JWiti, .r '•r 


!l,l. 


228 253 1 

-X ■■ 


284 


298 


369 


341 


i T t 1111 1 1 ■i 1111 1 111 > i rTTT T r * 1 > (> ■ 11 1 • 1 .' i ■ !tt 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


691771.D Tue Dec 13 08:15:46 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


E:\Q1-2010\SYSTEM4\01_19_10\692104.D 
KAC 

19 Jan 2010 11:44 

BLANK 


1 

DRUGS 

RTE 


<y s ' 


A' 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


692104.D Tue Dec 13 08:19:28 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\Q1-2010\SYSTEM4\01_19_10\692105.D 

KAC 

19 Jan 2010 11:58 

COCAINE STD 

5 

DRUGS 

RTE 


Abundance TIC: 692105.D 

! 1000000: 3 96 

800000: 

600000; 1 

: ! -i 

: : 3 

| 400000: j 

I 200000! I 

I 0 . .. , .. . : I-,-.., .. . . ,- T -.- - . . . . .^ 

;Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.959 

899445 

100.00 

100.00 


692105 ,D 


Tue Dec 13 08:19:34 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\Q1-2010\SYSTEM4\01_19_10\692105.D 

KAC 

19 Jan 2010 11:58 

COCAINE STD 

5 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.96 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


[Abundance 


80: 


60! 


8 ? 


Average of 3.937Tb 4.064 mm.: 692105.D (-) 


182 


40! 


42 


20; 


o 1 . 


51 


94 


; ! 


105 


67 


122 


jjl . 1,4 ! 135 152 166 


198 


303 


214222 242 259 


272 


288 


mfe-> 40 50 60 70 80 90 100 110 120 130 140 150 l60 170 l80 190 200 210 220 230 240 250 260 270 280 290 300 
Abundance #29: COCAINE 


82 


80 


60; 


40 


182 


94 


105 

i 


20 j 42 


51 


68 


0 


122 

, 14 .: ,35 152 ™ 


198 


214222 244 259 


272 


303 


;m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 1 60 170 180 190 200 210 220 20o 240 250 260 270 280 290 300 


692105,D 


Tue Dec 13 08:19:35 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2 010\SYSTEM4\01_19__10\692110.D 
KAC 

19 Jan 2010 13:07 

BLANK 
LAG 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


692110.D 


Tue Dec 13 08:20:10 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2010\SYSTEM4\01_19_10\692111.D 

KAC 

13:20 




11 

DRUGS 

RTE 


TIC: 692111.0 


1000000 ; 


500000: || 

! 3.20 ij 

| ; l |j 

Time--- 2.00 2.50 3.00 3.50 4.00 ' 4.50 ' 5.00 5.50 ' 6.0(T 6.50 ' 7.00 7.50 8.00 8.50 "^.00 9.50 


Abundance 

2000000 ; 


1500000 ; 


3|97 


Ret, Time 

Area 

Area % 

Ratio % 

3.203 

275014 

8.22 

8.95 

3.970 

3072033 

91.78 

100.00 


692111.D Tue Dec 13 08:20:15 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2010\SYSTEM4\01_19_10\692111.D 

KAC 

19 Jan 2010 13:20 


LAG 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 .20 

C:\DATABASE\NIST98.L 






Imidazo [ 2 ,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 


Abundance 



Average of 3.182 to 3.351 min.: 602111 ,D~ (-) 
148 

80 




204 

60! 

73 

101 



40 


! 


I 


121 


20 ; 


51 


63 


m iz-> 


42 

i 

40 50 60 70 


89 


81 

80 


111 . 


130 


ij 157 


176 


189 


281 


9 : 0 Ido 110 120 lio 140 150 160 170 180 190 200 210 220 230 240 2&) 260 270 280 


Abundance 


WT23424: lmidazo[2,1-b]thiazole, 2 : 3.5,6-iotrabydra-6-phenyl- 
148 

! 204 


80 

73 


j 

i 

O) 

o 

! 101 



j 

40 





20 


127 



0 

45 56 ,89 i 

65 1 i! 

37 '81 :; : 

117' 

; , 135 

: 157 

176 I 

j 189 Jj 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


692111.D Tue Dec 13 08:20:17 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2010\SYSTEM4\01_19_10\692111.D 
KAC 

19 Jan 2010 13:20 


11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


2 3.97 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


Average of3.S33(b 3.9SB'rriin.: 69211 1‘D (-) 


o. j..Miijr, j,'ii n ,ji,!.j..,.jj.fi. . ..uyqr,i. ir , t .“t . ‘-in 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


J. 135143 152 ^6 


207 222 243 260 I 288 


'Abundance 




20 i 42 


135 152 166 


214222 244 259 


nv/~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 130 190 200 210 220 230 240 250 2&0 270 280 290 300 


692111 ,D 


Tue Dec 13 08:20:17 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\Q1-2010\SYSTEM4\01_19_10\692112.D 

KAC 

19 Jan 2010 13:34 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance TIC- 692112 D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


692112.D 


Tue Dec 13 08:20:23 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2010\SYSTEM4\01_19_10\692113.D 
KAC 

19 Jan 2010 13:48 


LAG 

13 

DRUGS 

RTE 


Worn 6 

1500000! 

: 1000000 

500000- 


3.21 


frime~> 2.00 2.50 

3.00 3.50 4.50 4.50 5.00 

5.50 6.00 

6.50 7.00 ' 7.50 8.00 8.50 9.00 9.50 i 

Ret. Time 

Area 

Area % 

Ratio % 

3.206 

268583 

9.71 

10.76 

3.967 

2496870 

90.29 

100.00 


3]97 


TIC: 692113.D 


692113.D 


Tue Dec 13 08:20:28 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \Q1 - 2010\SYSTEM4\01__19___10\692 113 .D 
KAC 

19 J an 2010 13:48 

LAG 
13 

DRUGS 
RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE!PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.21 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo [2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.184 to 3.359 min.: 692113.D (-) 

148 


80 


60 


40 


20i 


45 


73 


204 


101 


jn/z-> 
Abundance 

i 80 


0 ■ r I t 


#84039: lmidazof2,1-bjlhiazole, 2 ] 3,5,6-tefrahydro-B‘-pher»yI- 

148 


2f>4 


j 


121 

127 





51 

| 63 

it .57 . iL 

1 89 

iii 82 . c 95 1 .., 

108 115 

j, . 135 i42 

; j 155 161 

176 

169 ! 

189 jj 

ii | 

50 60 70 

80 90 10O 

iio 1 io 

130 140 

50 160 

170 ibo 

190 20O 

1 1 


60 


40: 


73 


101 


20j 




! 121 

127 

i ii 


45 51 63 


89 

j 


j: 176 III 

0 , 

: 57,. 

• 

. : 79 

:.t ,108 115 ; 

j 135-141 

1 . 157 167 185 : ii 

m/z-> 40 

50 60 

70 

80 90 

100 110 120 

1^0 140 

150 160 170 ' 180 190 200 

692113.D 


Tue Dec 

13 08:20:28 

2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\Q1-2010\SYSTEM4\01_19_10\692113.D 

Operator : KAC 

Date Acquired : 13:48 

Sample Name : 

Submitted by : LAG 

Vial Number : 13 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJTOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 3.97 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\Q1-2010\SYSTEM4\01_19_10\692127.D 
KAC 

19 Jan 2010 17:00 

BLANK 

1 

DRUGS 

RTE 


Abundance 

2000 -' 

1500 i 

1000 ; 


TIC: 692127.0 


500, 





0 


time«> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.60 6.00 6.50 7.00 7.50 8.00 8.50 9.66 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


692127.D Tue Dec 13 08:21:08 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\Q1-2010\SYSTEM4\01 19 10\692128.D 

Operator 

KAC 


Date Acquired 

19 Jan 2010 

17 : 14 

Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

28 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


AI K» 

3j96 

TIC: 692128.D 

800000' 

600000i 

1 400000i 

| 200000 

o. 

l 

j 

i 

! 

'j 

| 

Time-> 2.00 2.50 3.00 

3.50 4.00 4.50 

5.00 5.50 6.00 6.50 7.00 ' 7.50 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % Ratio % 

3.956 

893859 

100.00 100.00 


692128.D Tue Dec 13 08:21:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\Q1-2010\SYSTEM4\01 19 

10\692128.D 


Operator 

KAC 



Date Acquired 

19 Jan 2010 17:14 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

28 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 3.96 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


82 


Average of 3.935 to 4.051 min.: 692128.D (-) 


80; 


60 


182 


40. 


20 ; 


42 


fn/z~> 


51 


40 50 60 70 80 SO 100 tiO 120 lio 140 150 160 170 180 ISO 200 210 2^0 230 240 250 260 270 280 290 300 


68 


94 


105 




122 


-i-vr-tH*- r. 


135 152 166 


198 


207 222 


244 259 


272 


303 

i 


, 281 _.! jr] 


Abundance 


82 


#25: COCAINE 


801 


60 


40 


20 


42 


94 


105 


182 


51 ro ! 122 
n . : : , : ,114 3 135 152 166 

If 

18 303 

272 

214222 244 259 

m/z~> 40 GO 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 2l0 220 230 240 250 260 270 280 290 300 


692128.D Tue Dec 13 08:21:12 2011 
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